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UNITED STATES INTELLIGENCE BOARD 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 


SUBJECT : Revision of DCID No. 1/7, "Control of 
Dissemination of Intelligence" 


REFERENCE : DCID No, 1/7, Effective 5 October 1970 


1. The Director of Central Intelligence has authorized the 
circulation of the attached revised DCID 1/7, ''Control of Dissemination 
of Intelligence," for consideration by the USIB. 


2, This is the same revision of DCID 1/7 which was coordinated 
throughout the Intelligence Community in late 1972, following the 
issuance of Executive Order 11652, but never promulgated, 


USIB ACTION REQUESTED 


3. USIB members are requested to record their concurrence in 
or comments on the revised DCID 1/7 by returning the attached vote 
sheet to the Secretariat by close of business 22 October 1974. 
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